


Curb Extension Standards: 

1) 6 ft extension form existing curb line 

2) 20ft clear area for sight visibility approaching 
cross-walk 


OPTION #1: 

Not preferred, too close to signalized intersection 
at Mystic/Chestnut 


OPTION #2: 

- Remove crosswalk at Chestnut St./Chestnut Terrace (too close to signalized intersection) 

- Line striping modifcations to account for 2 lane 
approach at Mystic/Chestnut 

- Travel lanes at cross-walk set at 15 ft to accommodate Medford Street (Rte. 60); designated Truck Route. 

- Option #2 crosswalk location at area with much more pedestrian traffic due to 
school, church and funeral home and reduced impacts from traffic signal. 

- Potential for future pedestrian crossing beacon 
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Chestnut St. Pedestrian Safety Concept 










































































